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A Bylaws PRESIDENT 


AMERICAN DENTAL ASSISTANTS Report of special bylaws revision Messages — Myra Petrie 
ASSOCIATION committee p 36 Aug p 29 Jan 
ANNUAL SESSION Clinics & Exhibits report p 41 Mar p 29 Mar 


Annual session social events p 32 
Aug 

47th annual session schedule of 
of events p 24 July 

47th annual session program p 25 
Sept 

Post convention trip p 24 June 
Awards p 37 Sept 


AUDIT REPORT 


Statement of financial condition p 
36 June 

Candidates for office p 30 Sept 
Candidates for trustees p 34 Sept 


CERTIFICATION 


Analysis of board certification ex- 
amination scores and _ personality 
characteristics of dental assisting 
students. Lobene, Ralph R. and 
Fredericks, Marcel and Mundy, 
Paul p 17 Oct 
Certification for the employed DA 
p 18 Nov 
New certified dental assistants 

1970 list p 36 Feb 

1971 spring exam list p 36 Nov 
Rules and regulations for examina- 
tion and certification p 35 June 
CERTIFYING BOARD (reports) 
p 35 Feb 
p 31 Mar 
p 35 Apr 
p 36 May 
p 33 June 
p 26 July 
p 43 Aug 
p 41 Sept 
p 32 Oct 


COMMITTEES 


ADAA committee appointments p 
28 May 
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Component Program report p 36 Apr 
Insurance reports 

p 40 Jan 

p 40 Feb 

p 41 Mar 

p 40 May 
JAS Relief report p 35 June 
JAS Scholarship report 

p 39 Jan 

p 40 May 
Judicial report p 32 Nov 
Life Membership p 36 July 
Membership report p 40 Mar 
Nominating report p 36 Apr 


COMPONENTS AND CONSTITUENTS 


Directory of officers 1971/72 p 24 
Aug 

Georgia DAs hold October state 
meeting p 25 Jan 

Kentucky assistants and hygienists 
involved in joint projects p 29 May 
Roanoke DAs NCDHW project p 
25 June 

Virginia DAs NCDHW project p 31 
May 

Washington state DAs hold credit 
seminar p 28 Mar 


DIRECTORY 


1971-72 directory of constituent and 
component officers p 24 Aug 


DistrRIcT TRUSTEES p 41 Jan 
EDUCATION, DEPARTMENT OF 


See Education, Dental Assistant 


EXECUTIVE DIRECTOR — Thomas Beck- 
ham 


p 33 Jan 

p 29 April 

p 27 June 
Introducing new Executive Director 
Thomas R. Schedler p 33 Aug 


p 35 May 
p 27 July 
p 31 Aug 
p 39 Sept 
Introducing the new President 
Iva Coulter p 33 Oct 


STATE PRESIDENTS 


Benson, Billie Utah 71/72 p 34 
June 

Edwards, Eunice Virginia 71/72 
p 32 Apr 

Gray, Doris Alabama 71/72 p 24 
Sept 

Hargett, Queen D.C. 71/72 p 34 
June 

Harvey, Judith Mass 70/71 p 30 
Mar 

Isbell, Neda Tenn 71/72 Oct 
Keil, Mary Colo 71/72 p 32 Apr 
Kihs, Linda Lee Ore 71/72 p 31 
July 

Lander, Bridget Pa 71/72 p 30 
July 

Larsen, Marilyn §.D. 71/72 p 32 
July 

Lillard, Mary Neb 71/72 p 33 
Nov 

Mager, Irma Mass 71/72 p 34 
Nov 

Maitre, Mae N.Y. 70/71 p 31 Jan 
McCarity, Dorothy Ark 71/72 p 
32 July 

Messick, Nancy Md 71/72 p 33 
Nov 

Morton, Helen Ky 71/72 p 30 
July 

O'Bryan, Mamie Jo N.M. 70/71 
p 39 Feb 

Olson, Karen Ariz 71/72 p 34 
June 





Parrish, Mary Tenn 70/71 p 30 
Mar 

Phillips, Marian Colo 71/72 p 37 
Oct 

Smith, Dorothy Honolulu DAS 
70/71 p 31 Jan 

Southerland, Doris Ga 70/71 p 31 


Jan 
Spurgeon, Geneva Conn 71/72 p 
33 Nov 
Swanger, Greta S.C. 71/72 p 24 
Sept 
Toberen, Patricia Ohio 70/71 p 
39 Feb 
Urbanski, Stella Pa 70/71 p 39 
Feb 
Welsh, Sally Iowa 71/72 p 24 
Sept 
Westin, Marlene Minn 71/72 p 
37 Oct 
AMERICAN DENTAL 
ASSOCIATION 


CDA appointed to ADA staff posi- 
tion p 10 May 
New student dental organization p 
26 Apr 
AMERICAN FUND FOR 
DENTAL EDUCATION 
AFDE increases teacher scholarship 
program p 22 July 
AFDE month campaign shows in- 
crease to date over last year p 29 
Aug 
AFDE scholarship program broad- 
ened p 28 Feb 
Note good response to AFDE month 
campaign p 22 July 
Step up and be counted p 28 May 
ANALGESIA 
Medicated air Fordham, Kenneth C. 
p 21 May 
APPOINTMENT BOOK 
Appointment book control p 28 Apr 


BIORHYTHM 
Biorhythm — how to cope with your 
ups and downs, Lewis, Maxine p 21 
Aug 

BOOK REVIEWS 
Dental Science Handbook, Morey, 
Lon W. and Nelsen, Robert J. editors 
p 38 May 
Dental Specialties in General Prac- 
tice, Morris, Alvin L. and Bohan- 
nan, Harry editors p 38 May 
Dentistry and its victims “Paul Re- 
vere” p 47 Sept 
Executive’s Guide to Training Em- 
ployees in Business and Industry 
Denova, Charles C. p 38 May 
Fluorides and Human Health WHO 
p 35 Nov 
Oral Pathology Kerr, Donald A. 
p 61 Nov 
Professional Secretary’s Handbook 
Cook and Fort p 35 Nov 
Selection, Hiring and Training of 
Dental Auxiliaries Green, Edward 
J. p 38 May 
Successful 


Professional Practice 


46 


Levoy, Robert P. p 38 May 
Training Therapists for Tongue 
Thrust Correction Ehrlich, Ann p 
48 Sept 

Water Fluoridation: The Search and 
the Victory McClure, Frank J. p 35 
Nov 


Cc 
CARIES 
see also Diet and Nutrition 
Improved Snyder test (abstract) Al- 
ban, Arthur p 25 Mar 
Mouthwash to fight tooth decay p 
24 June 
Scientific advance p 27 Feb 
Teeth become “sick” before dental 
decay starts p 30 May 
Tooth Decay Study p 28 Sept 
CHAIRSIDE, DENTAL ASSISTING 
Preparation of matrix retainer and 
band p 26 June 
Simple method of applying topical 
anesthetic p 42 Sept 
Streamlined charting p 23 Mar 
CHARTING 
Streamlined charting p 23 Mar 
CHILDREN, DENTISTRY FOR 
See Pedodontics 
D 
DENTAL ASSISTANT, EXPANDED 
RESPONSIBILITIES 
see also Laws and Legislation 
Auxiliaries: why their duties should 
be expanded (abstract) Sullens, 
Reginald H. p 29 Nov 
Canadian report on expanded duties 
for auxiliaries (abstract) p 21 Sept 
Expanded duties for dental auxil- 
iaries (abstract) Cox, Sherman L. p 
23 Jan 
Simple method of applying topical 
anesthetic p 42 Sept 
Expanded functions for dental as- 
sistants (abstract) Lotzker, Stanley 
and Johnson, Donald W. and 
Thompson, Mary B. p 19 July 
DENTAL ASSISTANTS IN THE NEWS 
DAs join staff of SS HOPE p 23 
Sept 
Dental assistant 
HOPE p 31 Nov 
Dental assistant instructors hold 
workshop p 30 Nov 
CDA appointed to ADA staff posi- 
tion p 10 May 
CDA attended conference on chil- 
dren and youth p 24 June 
Ethel Earl first graduate of DATE 
program p 27 Mar 
Hospital dental volunteer p 26 Feb 
Missing with suspicion of foul play 
p 30 May 
Success story p 29 Sept 
DENTAL ASSISTANT, PERSONAL 
DEVELOPMENT 
see also Diet and Nutrition 
Beauty is individuality p 31 Oct 
How do you rate as a mate? p 33 
May 
Money saving tips for the career 


serving on the 





girl p 19 Sept 

Paint a portrait-pretty face p 22 Jan 
Pantsuits p 26 Aug 

Why you can’t do a thing with your 
hair p 20 June 


DENTAL ASSISTING 
see also Chairside Dental Assist- 
ing, Employment, Dental Assistant 
Better working relations between the 
dental assistant and the dental lab- 
oratory Ring, Markus p 13 Sept 
Dental assistant 1887 p 24 Aug 
INTERNATIONAL 
British assistants to hold meeting 
in Ireland p 28 Mar 
Dental assistant joins SS HOPE 
dental team p 26 Mar 
Dental assistant serves in the West 
Indies Paulaskas, Carol p 16 Feb 


DENTAL AUXILIARY UTILIZATION 
Attitudes of dental personnel to 
auxiliary personnel (abstract) p 27 
Oct 
Impact of DAU program on the 
dental students’ attitudes Dooley, 
Raynard J. p 16 May 
Occupational survey of dental as- 
sistant practice Kingston, Richard 
D. Part I p 10 Feb, Part II p 18 
Mar 
Project TEAM in Maryland p 23 
Sept - 

DENTAL DRILLS 

20 Jan 

30 Feb 

33 Mar 

31 Apr 

32 May 

22 June 

20 July 

39 Aug 

36 Oct 

28 Nov 

DENTISTRY 
see also Education, Dentistry 
Challenge to the American College 
of Dentistry (abstract) Blackerby, 
Philip E. p 27 Aug 
Dental practice in 1980 (abstract) 
English, James A. p 19 July 
Dental visit— AD 2080 Antonelli, 
Anthony p 21 Mar 

DENTISTS 
ADAA Honorary Member Dr. 
Brauer dies p 22 July 

DIET AND NUTRITION 
see also Drugs, Fluoridation, Peri- 
odontics 
Balanced body chemistry Shaner, 
Edward O. p 8 Jan 
Emerging role of the dental assist- 
ant as a disease control specialist 
Shaner, Edward O. p 14 Oct 
Enamel protective factors in food 
(abstract) Jenkins, G. Neil p 27 Aug 
How vitamins are essential to good 
nutrition p 8 July 
Why cyclamates were banned (ab- 
stract) p 25 Feb 
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DRUGS 
Alcoholism — an addiction p 23 Apr 
Caffeine and headache (abstract) 
Harrie, J. R. p 27 May 
What are the root causes of drug 
abuse p 27 Nov 
Comprehensive evaluation of aspirin 
in dentistry Heimansohn, Henry p 
14 July 
Drug abuse bill becomes law, con- 
tains no-knock clause p 26 Feb 
Narcotic-addicted surgical patient 
(abstract) Splaver, Theodore E. and 
Williams, Arthur C. p 27 May 


E 


EDITORIALS 
An important committee p 7 Jan 
Another “First” for ADAA p 9 
Oct 
Appearance IS important (guest ed) 
MacLeod, Marquita p 7 July 
Bylaws again p 9 Aug 
Followers or leaders p 9 Apr 
Future of dental assisting — every 
member’s responsibility p 9 Mar 
May is AFDE campaign month p 9 
May 
Now —a new way the employed 
DA can qualify for certification p 
11 Nov 
Something for everyone p 12 Sept 
Time for a new cap style? p 9 June 
What is our role in social action 
(guest ed) Ehrlich, Ann p 9 Feb 

EDUCATION 

DENTAL ASSISTANT 

Accredited dental assisting programs 
— 1971 p 35 Mar 
Advanced dental practice manage- 
ment —complete continuing educa- 
tion course p 18 Oct 
Continuing education courses for 
DAs 


p 22 Feb 

p 37 July 

p 44 Aug 

p 20 Sept 

p 18 Oct 
Dental auxiliary education in com- 
munity colleges (abstract) Council 
on Dental Education p 23 Jan 
HEW grant to assist in auxiliary 
program p 29 Aug 
Minnesota students receive scholar- 
ships p 25 Jan 
New continuing education course — 
oral histology Kingston, Richard p 
20 Sept 
Proposed format for auxiliary edu- 
cation and utilization Meskin, Law- 
rence H. and Jensen, James R. p 
10 Mar 
Report of a pilot program in dental 
assisting for minority students Fire- 
tag, Roberta p 20 Feb 
Tufts grant to train new types of 
auxiliary p 25 Jan 
University of Illinois graduates 16 
DAs p 28 Aug 
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Vietnamese participate in DaNang 
DENTCAP mission p 26 Jan 
DENTAL AUXILIARY TEACHERS 
Community college teacher prepara- 
tion program available p 26 Mar 
DA instructors attend workshop p 
24 Jan 
Ethel Earl first graduate of DATE 
program p 27 Mar 
DENTISTRY 
Tufts dental school to initiate three- 
year degree program p 31 May 
Washington dentists make continu- 
ing education mandatory p 26 Apr 
PATIENT 
see Oral Hygiene, Pedodontics 
EMERGENCIES 
Dental office emergency plan Vic- 
tor, Ruby p 21 Jan 
EMPLOYMENT, DENTAL 
ASSISTANT 
More pay if you want it Vollmer, 
Donald E. p 10 July 
Why the supply doesn’t meet the 
demand Lewis, Richard A. p 11 
July 
EMPLOYMENT, WOMEN 
Survey shows substantial rise in 
number of young children with 
working mothers p 29 Aug 
ENDODONTICS 
Assisting the endodontic emergency 
Burns, Richard C. p 12 May 
EYE 
Vision gap p 25 May 
F 
FLUORIDATION 
Ear bone disease causing deafness 
linked to lack of fluoridation p 24 
Jan 
Fluoridation for all: a national pri- 
ority (abstract) p 25 Mar 
Fluorides and human health WHO 
(Book Review) p 35 Nov 
Water fluoridation: the search and 
the victory McClure, Frank J. (Book 
Review) p 35 Nov 
FORENSIC DENTISTRY 
Forensic odontology, Stimson, Paul 
G. p 10 June 
Help avoid malpractice suits Laber- 
dee, Jacqueline p 17 Mar 
Informed consent III Limitations 
(abstract) p 27 Sept 
GAGGING 
Removal of gagging through hyp- 
nosis (abstract) p 21 Sept 
Suppression of gag reflex by exag- 
gerated respiratory movements (ab- 
stract) p 25 Mar 
HANDICAPPED PATIENT 
About mental retardation Dough- 
erty, Edward p 16 July 
Brain-injured child Ehrlich, Ann p 
14 Mar 
Dentistry for the aged, chronically 
ill and handicapped Mosley, Sandra 
p 15 Sept 
HEALTH, DENTAL ASSISTANT 
Vision gap p 25 May 


What every woman should know 
about rubella p 24 Feb 
HUMAN RELATIONS 
Dental superstitions Ochoa, Eliza- 
beth p 25 Oct 
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LABORATORY, DENTAL 
Better working relations between 
the dental assistant and the dental 
laboratory Ring, Markus p 13 Sept 

LAWS AND LEGISLATION 
Children’s Dental Health Act in- 
troduced in Congress p 21 July 
Expanded duties for dental auxil- 
iaries (abstract) Cox, Sherman L. 
p 23 Jan 
North Carolina new rules and regu- 
lations pertaining to dental assist- 
ants (effective as amended Mar 22, 
1970) p 27 Jan 
Official policy of the ADAA on ex- 
panded intraoral responsibilities for 
dental assistants p 28 Jan 
Washington State Dental Practice 
Act: amendment p 30 Aug 

M 


MATRIX 

Preparation of matrix retainer and 

band p 26 June 

N 

NATIONAL CHILDREN’S DENTAL 
HEALTH WEEK 

see also ADAA components and 

constituents 

Materials available p 28 Oct 
NUTRITION 

See Diet and Nutrition 


ORAL DISEASE 
Oral cancer slide series p 27 Mar 
Oral manifestations of diabetes (ab- 
stract) Mascola, Richard F. p 25 
Feb 
Oral pathology Kerr, Donald A. 
(Book Review) p 61 Nov 

ORAL HABITS 
Thumbs down on_ thumbsucking 
Maschka, Philip p 12 Jan 

ORAL HYGIENE 
Brushing alone won't do it Porter, 
Sally L. p 21 Apr 
Brushmobile _ fights 
unique way p 27 Apr 
Community preventive 
program p 23 July 
History of dental floss Hamilton, 
Barbara p 14 Jan 
New patient education brochure p 
26 Apr 
Patient education — the case against 
gentle persuasion Davis, Carl O. p 
22 Oct 
Plaque control instruction for the 
dental team Part I Pipe, Peter and 
Watts, Thomas p 12 Nov 
Save your teeth brochure p 28 Feb 
Teach yourself dental health (ab- 
stract) Maddick, Ian H. and Down- 
ton, David p 25 Apr 
Water spray cleansing action in oral 


decay in a 


dentistry 
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hygiene (abstract) Lugassy, Armand 
A. and Lautenschlager, Eugene P. p 
23 June 


P 
PAIN 
You have pain? I think this will 
help (abstract) Billings, Karen S. p 
23 June 
Toothache that is not p 28 Aug 
PALATE 
Treatment of palate wounds in chil- 
dren p 30 Sept 
PATIENTS 
Education of 
see Oral Hygiene, Pedodontics 
Handicapped and Special 
see Handicapped Patient, Pedodon- 
tics 
PEDODONTICS 
About mental retardation Dough- 
erty, Edward p 16 July 
Brain-injured child Ehrlich, Ann p 
14 Mar 
Brushmobile fights decay in a unique 
way p 27 Apr 
Happy tooth club p 26 Jan 
Proposal for reform of TV ads for 
children p 28 May 
Thumbs down on_ thumbsucking 
Maschka, Philip p 12 Jan 
Treatment of palate wounds in chil- 
dren p 30 Sept 
PERIODONTICS 
Epidemiology of periodontal disease 
(abstract) Alexander, A. G. p 29 
Nov 
NIDR and Howard jointly attack 
periodontosis p 29 Aug 
Periodontal disease and nutrition 
(abstract) p 25 Apr 
Transplants rebuild bone p 27 Feb 
POISONS AND POISONING 
Mercury —a_ biological hazard to 
auxiliary personnel Chybowski, Vir- 
ginia p 13 June 
Mercury vapor exposures in dental 
office (abstract) p 27 May 
PRACTICE MANAGEMENT 
see also Psychology 
Advanced dental practice manage- 
ment p 18 Oct 
Appointment book control p 28 Apr 
Controlling noise pollution in the 
dental office, Hall, Betty J. p 32 
Mar 
Cost of business letter up again p 
17 June 
Dental office “conversation book” 
Woodson, Nancy B. p 23 Feb 
Dentist’s diplomat Koper, Alex p 19 


Feb 
Guide for accepting ‘Plastic Cash’ 
p 22 Sept 


Help avoid malpractice suits Laber- 
dee, Jacqueline p 17 Mar 

Office records storage p 16 Aug 
Ordering and storage of supplies 
Smith, Barbara p 23 Oct 
Professional secretary's handbook 
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Cook and Fort (Book Review) p 35 
Nov 
Selection, hiring and training of den- 
tal auxiliaries Green, Edward J. p 
38 May 
Successful professional practice Le- 
voy, Robert P. p 38 May 
Telephone technics Brown, Elva and 
Gambrell, Carolyn p 22 Apr 
Telephone tips for the dental office 
p 22 July 
Total patient pleasers Levoy, Rob- 
ert P. p 18 Apr 
PREGNANCY 
New information booklet on den- 
tistry and pregnancy p 24 June 
Removal of second premolar during 
first trimester of pregnancy (ab- 
stract) Schnider, Sol M. p 23 June 
What every woman should know 
about rubella p 24 Feb 
PSYCHOLOGY 
Eliminate the negative — Accentu- 
ate the positive Giannini, Frances 
p 24 Apr 
Telephone technics Brown, Elva and 
Gambrell, Carolyn p 22 Apr 
You have pain? I think this will 
help (abstract) Billings, Karen S. p 
23 June 
PUBLIC HEALTH 
Brushmobile fights decay in a 
unique way p 27 Apr 
How safe are you behind the wheel? 
p 28 Aug 
Instant replay p 25 June 
Proposal for reform of TV ads for 
children p 28 May 
What every woman should know 
about rubella p 24 Feb 
R 


RADIOLOGY 
Radiographs — Paralleling long cone 
technic vs bisecting angle technic 
Bence, Richard p 19 Jan 
Understanding x-ray film and the 
developing process p 24 Nov 

RECORDS AND RECORD KEEPING 
see Charting, Practice Management 
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STUDENTS, DENTAL ASSISTING 
Relationship between social class, 
stress anxiety responses, academic 
achievement and professional atti- 
tudes of students of dental assisting 
Lobene, Ralph R. and Fredericks, 
Marcel A. and Mundy, Paul p 11 
Aug 

STERILIZATION AND ASEPSIS 
Dental practice asepsis p 10 Apr 
Evaluation of an autoclave make-up 
water additive Custer, Frederic and 
Hamilton, Lanny p 15 Jan 

SWALLOW 
Swallow pattern Ehrlich, Ann p 19 
Aug 
Training therapists for tongue thrust 
correction (Book Review) Ehrlich, 
Ann p 48 Sept 


T 
TEETH 
Deciduous tooth eruption and teeth- 
ing Sigg, Joe Peter p 18 June 
Removal of second premolar during 
first trimester of pregnancy (ab- 
stract) Schnider, Sol M. p 23 June 
TELEPHONE 
Telephone technics Brown, Elva and 
Gambrell, Carolyn p 22 Apr 
Telephone tips for the dental office 
p 22 July 
TEMPOROMANDIBULAR JOINT 
New theory on cause of TMJ syn- 
drome p 29 May 
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